■ igh Mass 

', hceshold 

Sample # 

^51 ot, 2 low mass 
' lot 2 high mass 

[MSZones] 

!~ B Quad 
" S Source 


550.0 

150 

2 

50 .0 

550 . 


fi/D Samples 


150 C maximum 200 C 
230 C maximum 250 C 


END OF MS ACQUISITION PARAMETERS 


END OF INSTRUMENT CONTROL PftRRMETERS 


[I 


DRTA ANALYSTS PARAMETERS 


Method Name: C: \MSDCHEMVl\METHODS\MAN_52 . M 


Percent Report Settings 

I j 

Wort By: Signal 

''lutput Destination 

■ ; Screen: No 
L,! Printer: Yes 

File: No 

ni 

■ integration Events: Autolntegrate 

i— 1- 

Generate Report During Bun Method: 
] ignal Correlation Window: 0.020 


No 


' iualitative Report Settings 

W 

Peak Location of Unknown: Apex 


i ^library to Search 
'c: \tempMRMS .L 


Minimum Quality 
90 


■integration Events: Autolntegrate 


U' 


Report Type : Summary 

Output Destination 
Screen: No 
Printer: Yes 
File: No 


generate Repor 


t During Run Method: No 


Buantitative Report Settings 

Method: MAN 52. M Mon Jul 21 14:19:20 2006 
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